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MINISTRY OF LAW , JUSTICE AND COMPANY AFFAIRS 

( Legislative Department) 
New Delhi, the 29th June , 1977 / Agadha 8 , 1899 ( Saka ) 


THE PONDICHERRY MUNICIPALITIES AND VILLAGE 
AND COMMUNE PANCHAYATS ( AMENDMENT) RE 

GULATION , 1977 

No 4 OF 1977 


Promulgated by the Vice -President acting as President in the Twenty 
eighth Year of the Republic of India 


A Regulation further to amend the Pondicherry Municipalities Act, 1973 

and the Pondicherry Village and Commune Panchayats Act, 1973 


In exercise of the powers conferred by the second proviso to clause ( 1 ) 
of article 240 of the Constitution , the Vice-President acting as President 
is pleased to promulgate the following Regulation made by him 


Short 
title 


1. This Regulation may be called the Pondicherry Municipalities and 
Village and Commune Panchayats (Amendment ) Regulation , 1977 

2 In section 506 of the Pondicherry Municipalities Act, 1973, in sub 
section ( 2 ) , for the words " two years " , the words " two years and three 
months” shall be substituted . 


Amend 
ment of 
section 
506 of 
Pondi 
cherry 
Act 9 of 
1973. 
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3 . In section 333 of the Pondicherry Village and Commune Pancha 
yats Act, 1973 , in sub - section (2 ) , for the words " two years" , the words 
" two years and three months” shall be substituted . 


Amend 
ment of 
section 
338 of 
Pondi 
cherry 
Act 10 of 
1979. 


B . D . JATTI, 
Vice - President acting as President, 


S HARIHARA IYER , 
Joint Secy , to the Govt of Indu 


PRINTED BY THE GENERAL MANAGER , GOVERNMENT OF INDIA PRESY , MINTO ROAD , 
NEW DELHI AND PUBLISHRD DY THE CONTROLLER OF PUBLICATIONS, DELHI, 1977 


